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English 



O MSA1500CS 

@ 2U rack template 

® Setup and management kit 

0 Printed documentation 

@ 2U rack mounting kit 

@ CLI configuration cable (1) 

© Power cord, 220v (2) 

® Power cord, 1 lOv (2) 



Deutsch 



O MSAlSOOcs 

® 2U-Rack-Schablone 

® Setup- und Management-Kit 

O Gedruckte Dokumentation 

@ 2U-Rack-Montage-Kit 

@ CLI-Konfigurationskabel (1) 

e Netzkabel,220V(2) 

® Netzkabel, 110 V (2) 



Espanol 



O MSA1500CS 

@ Plantilla de bastidor de 2 U 

® Kit de configuracion y gestion 

0 Documentacion impresa 

@ Kit de montaje en bastidor de 2 U 

@ Cable de configuracion CLI (1) 

© Cable de alimentacion, 220 V (2) 

® Cable de alimentacion, 1 10 V (2) 



Francois 



O MSAlSOOcs 

® Gabarit de montage en rack 2U 

® Kit de configuration et de supervision 

© Documentation imprimee 

@ Kit de montage en rack 2U 

@ Cable de configuration CLI (1) 

e Cordon d'alimentation 220 V (2) 

® Cordon d'alimentation 110 V (2) 



Italiano 



O MSA1500CS 

@ Mascherina del rack 2U 

® Kit di configurazione e gestione 

0 Documentazione stampata 

@ Kit di installazione su rack 2U 

@ Cavo di configurazione CLI (1) 

© Cavo di alimentazione, 220v (2) 

® Cavo di alimentazione 110v(2) 



Nederlands 



O MSAlSOOcs 

® 2U racksjabloon 

® Setup and Management-set 

© Gedrukte documentatie 

@ 2U rackset voor montage 

@ Kabel voor configuratie via opdrachtregelinterface (1) 

© Netsnoer,220V(2) 

® Netsnoer, 110V(2) 
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